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176 HARYANA GOVT GAZ ., APRIL 11, 1967 (CHAITRA 21, 1889 SAKA) 


[PARTI 


N. 1895-3PW11-67/5556. - Whereas the Governor ofHıryana is satisfied that land is needed by Govern 
ment at the public expenses for a public purpose, namely, for the construction of 220 kV . Tower Line, Sangrur 
to Hissar for the Punjab State Electricity Board , it is hereby declared that the lana described in the specification 
below is required for the aforesaid purpose . 

2. This declaration is made under the provisions of Section 6 of the Land Acquisition Act, 1894 to all 
whom it may concern and under the provisions of the Section 7 of the said Act, the Land Acquisition Collector , 
Punjab Site Electricity Board , Patiala , is hereby directed to take orders for the acquisition of the said land . 

3. A plan of the land may be inspected in the offices of the Land Acquisition Collector , Punjab State 
Electricity Board , Patiala , and Executive Engineer , T.L.S.C. Division , Punjab State Electricity Board , Hissar 


SPECIFICATION 


District 


Mauza 


Tehsil 


Khasra Nos 


Tower No. 


Area in 
acres 


K.M. 


Hissar 


Barwala 


Hissar 


0-4 


745 


383 


11 


ISHWAR CHANDRA , Secy , 
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